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T-1 to BULLETIN 270B, Vol. 3, Change 2 July, 1965 
(NAVSHIPS 93788, Vol. 3) 


a TEMPORARY CORRECTION T-1 TO TECHNICAL MANUAL 
MODEL 28 PAGE PRINTER SETS AND AUTOMATIC SEND-RECEIVE SETS 
WIRING DIAGRAMS 
Insert this temporary correction in the technical manual immediately after the front cover. 


The following sixteen wiring diagrams are being added to the manual: 


WIRING WIRING 
DIAGRAMS | ISSUE DIAGRAMS 


WIRING 


| ISSUE | DIAGRAMS 


3214WD 7529WD, SHEET 1 7538WD, SHEET 1 
3637WD 7529WD, SHEET 2 7538WD, SHEET 2 
4350WD 7531WD 7538WD, SHEET 3 
7488WD 7532 WD 7556WD 

7489WD 7533WD 

7528WD 7537WD 


WIRING DIAGRAM 
ACTUAL SCHEMATIC 


TELETYPE 
CODE 


Automatic Send-Receive Set. ASR 7538WD 
Base Assembly 310088 7556WD 

Cabinet LBAC261BR 7531WD 7532WD 
oi Cable Assembly 173446 4350WD 
¢ Electrical Service Assembly 310083 7533WD 
. Electrical Service Assembly 310174BR 7528WD 
Electrical Service Assembly 310183 7537WD 

Printer Set KSR 7529WD 

Rectifier Assembly 162361 3637WD 
Typing Unit LP109RN/AY 3214WD 


Voltage Input Selector 
Magnet Driver 


The above list indicates the effective wiring diagram issues as of the date of issue. Upon 


309863 7488WD 7489WD 


s\- 


receipt of revised wiring diagrams, insert them numerically and discard the superseded issues: 


This temporary correction consists of page 1, and the above sixteen wiring diagrams. 


This temporary correction will be superseded by ''CHANGE 3"' to Bulletin 270B, Vol. 3. 


Correction T-1 1 


270B 


BULLETIN 270B, VOL. 3 
CHANGE 2 
LIST OF EFFECTIVE ISSUES 
JUNE, 1965 


(Supersedes Issue Dated October, 1963) 


WIRING DIAGRAMS 


1543WD 
2900WD 
3628WD 
4196WD 
4257WD 
4262WD 
4263WD 
4264WD 
4265WD 
4266WD 
4267WD 
4268WD 
4269WD 
4270WD 
4271WD 
4272WD 
4273WD 
4274WD 
4275WD 
4286WD 
4287WD 
4288WD 
4304WD 
4445WD 
5830WD 
6363WD 
7087WD 
7094WD 
7137WD 
7149WD 
7154WD 
7155WD 
7468WD 
7469WD 
7470WD 
7471WD 
7481WD 


rs 


Cc 
Cc 
D 
4) 
B 
bs) 
2 
Cc 
4 
D 
9 
2 
3 
3 
3 
1 
E 
3 
3 
2 
2 
2 
1 
2 
2 
1 
1 
1 
1 


The above list indicates the effective wiring 
diagram issues as of the date of issue. Upon receipt of 
revised wiring diagrams, insert them numerically and 
discard the superseded issues. 


CHANGE 2 


270B 


This volume contains the actual and schematic 
wiring diagrams for the various equipments covered in 
‘Volumes 1 and 2 of Bulletin 270B (NAVSHIPS 93788). The 
wiring diagrams are arranged in numerical sequence (see 
List of Effective Issues), and the Alphabetical List of 
Wiring Diagrams, below, is provided to facilitate locating 
the particular wiring diagram for any given component. 


ALPHABETICAL LIST OF WIRING DIAGRAMS 


TELETYPE 


CHANGE 2 


WIRING DIAGRAMS 


SCHEMATIC 


4269WD 


7087WD 


4269WD 
4273WD 
4269WD 
4275WD 


7469WD 
7471WD 


5830WD 
1543WD 


4445WD 


0k ACTUAL 
Base LB10/000 
Base 304195 7137WD 
Cabinet, ASR Console LAAC229BR 4267WD 
Cabinet, KSR Console LAC214BR255 4268WD 
Cabinet, Multiple KSR and RO LBAC255BR 7149WD 
Cabinet, Rack Mounted LPC206BR 4257WD 
Electrical Service Assembly 173395BR 4270WD 
4304WD 
Electrical Service Assembly 173783 4271WD 
4272WD 
Electrical Service Assembly 173816BR 427T0WD 
4304WD 
Electrical Service Assembly 173824 4271WD, 
4274WD 
Electrical Service Assembly 304203 7468WD 
Electrical Service Assembly 304206 7470WD 
Keyboard LAK21BRW 4263WD 
Keyboard LAK33BRW 4263WD 
Keyboard LAK47BRW 4263WD 
Keyboard LK25BRW 4262WD 
Keyboard LK52BRW 7155WD 
Keyboard LK53BRW 4262WD 
Motor, Series LMU4 2900WD 
Motor, Series LMU14 2900WD 
Motor, Series LMU39 2900WD 
Motor, Series LMU41 2900WD 
Motor, Synchronous LMU3 2900WD 
Motor, Synchronous LMU12 2900WD 
Motor, Synchronous LMUv21 2900WD 
Paper Winder LPW300BR 5830WD 
Paper Winder PW201BR 1543WD 
Paper Winder 195921 6363WD 
Paper Winder 195922 6363WD 
Power Factor Correction 173705 4286WD 
Power Factor Correction 173706 4287WD 
Power Factor Correction 173707 4288WD 
Selector Magnet Driver 177010 
Transmitter Distributor LxXD11 4264WD 
Transmitter Distributor LXD31 7094WD 
Transmitter Distributor Base LCXB13 4265WD 
Typing Reperforator LPR36 3628WD 
Typing Reperforator LPR57 3628WD 
Typing Reperforator (Auxiliary) LPR35 3628WD 
Typing Reperforator Base LRB32 4266WD 
Typing Unit LP77YD/AGM 4196WD 
Typing Unit LP77YD/AJV 7481WD 
Typing Unit LP124YD/AJU 7154WD 


